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AMES FLOOR and TABLE LAMPS 
ALL STAHL] £ STEEL lnoludi^ the SHADES 
ORB Light SouFOe 
ART Wattage 
Hand Controlled 
of 

Direct and indirect Lighting of the Room 
LAMP SHAHS (also Stainless Steel) 

SELF ILUmiHATTKO 
ins IDE AHD >UT 

Entirely without GLARE to the EYES 
either ttan inside or outside of the 
lampshades or froa other light sources 
in the room* 



